"NEITHER RAIN NOR SLEET NOR STORM OF NIGHT" CAN DAMPEN YOUR HOMECOMING WITH THE 



MODEL 300 



AUTOMATIC DOOR 
OPERATOR 




THE NEW LOW COST 
OPERATOR WITH THE 
HIGH PRICED PERFORMANCE 



2 Ways to Enjoy 
Push-Button Control 




ELECTRIC KEY controls open- 
ing and closing from fixed position 
on drive — easily reached from car 
— and in your garage. 




REMOTE CONTROL^ — Order with 
operator, or at any later time. Dia- 
gram of components including re- 
ceiver shows simple plug in — takes 
only five minutes to install and 
connect. 

Certified for compliance mth FCC Regulations. 



EASY TO INSTALL — Door operator pre-assembled at fac- 
tory. No complicated wiring. No '^putting it together" on 
the job. 

DESIGNED, PRODUCED AND GUARANTEED by garage 
door manufacturer. Quality construction, with advanced 
safety features you'll enjoy. 

Now at last you can obtain a real remote control garage door operator 
at truly economy cost but with deluxe features usually found only in 
high priced units. Your operator comes preassembled. No kit to struggle 
with, nothing to put together. You get positive control of door in all 
positions, with safety, convenience and economy never before offered 
in an operator of this type. Just compare the features below with those 
of any operator at any price I 



DOLLAR FOR DOLLAR THE BEST YOU CAN BUY 



Ruggedly built to last 

Roller chain for positive drive 

"Safety-Slip" clutch 

Thermal load cut>out 

UL approved materials 

Low voltage controls 



• Adjusts to 6'6" or 7' high doors 

• Quick release bracket 

• Guaranteed against defects 

• Pre-assembled at factory 

• Simple plug-in operator aind remote 
control 

• Positive door control 



EKCO DISTRIBUTORS Inc. 

4102 ZL Claud? Avenue 
New Orleans 17, Louisiana 
Phone WH 9-4821 or WH 7-035B 



DOIMTm IM lie A 



Why be a get-out-and-get-in driver... 
when you can get INSTANT OPENING 
of your garage door-automatically . . . 






THE MODEL 300 
SEDCON OPERATOR 

TOP QUALITY 

PERFORMANCE ALL THE WAY 

The Sedcon Model 300 garage door operator is not only 
easier to buy and easier to install, but gives you top 
quality performance. That*s because it is precision made 
of fine materials and backed by one of the largest garage 
door manufacturers with over a half century of exper- 
ience in producing garage equipment. 



SEDCON INSTALLATION — Note trim 
compactness of unit. Only 1^" headrcwm 
needed above high point of door arc. 
Control is pre-wired. Just plug in to any 
110 volt AC outlet. Operates both sec- 
tional and one-piece doors. 



Automate your garage door the Sedcon way! 




NOW! Throw 
Away Your 
Umbrella . . . 




Quick release bracket per- 
mits emergency manual op- 
eration of door. Re -attaches 
instantly to door for power 
operation. 
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Subsidiary of 

FRANTZ MANUFACTURING COMPANY 

Sterling, Illinois 



Why be a get-out-and-get-in driver... 
when you can get INSTANT OPENING 

of vour aaraae door— automaticallv . . . 
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